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E.O. 11652: N/A 
TAGS: MOPS, TU 

SUB J : USS INDEPENDENCE CABLE DAMAGE-AUGUST 6, 1973 
REF: STATE 23719 

1. EMBASSY POUCHING MARCH 8, 1974, EXPERTS' REPORT ON 

PTT CABLE DAMAGE WITH INFORMAL TRANSLATION, PLUS (A) COPIES 
OF MFA AIDES-MEMOIRE DATED MARCH 4, 1974 WHICH STATE THAT 
IT WOULD BE APPRECIATED IF PTT AND IETT CLAIMS COULD BE 
SETTLED BY NO LATER THAN APRIL 30, 1974, DUE TO TURKISH 
" PROCEDURAL ADMINISTRATIVE AND JURIDICAL REQUIREMENTS": AND (B) 
EMBASSY'S REPLY. 

2. IN REPLY TO MFA WE PROPOSE TO SETTLE 100 PERCENT THESE 
CLAIMS UNDER ADMIRALTY CLAIMS PROCEDURES WITHOUT PREJUDICE TO 
OUR POSITION THAT NORMALLY CLAIMS ARE TO BE SETTLED UNDER TERMS 
OF 75-25 PER CENT FORMULA PURSUANT TO NATO/SOFA (IN ACCORDANCE 
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